filed his reports Mr. Jordan was listed as the corporate presi-
dent of both companies (Tr. 16-18).

Mr. Matney stated that a remote controlled miner was
used to cut the pillar block of coal which he observed on
August 24.  One cut of coal approximately 20-feet wide by
20-feet deep had been taken out of the pillar and jacks had
been set and a roof bolter was present and was about to begin
the roof bolting cycle.  He issued the citation because addi-
tional roof supports were required to be installed due to the
subnormal roof conditions which resulted from not leaving
enough coal for roof support.  He drew a diagram of the block
of coal being mined, and he explained how the pillar was cut
and split and bolted and timbered (deposition exhibit-A; Tr.
22-26).

Mr. Matney stated that the respondent had no advance
knowledge that he would inspect the mine on August 24 , and
that it is illegal for anyone to advise an operator of a-
scheduled inspection.  He stated that at the time he observed
the pillar which had been cut, no roof bolting had actually
taken place, but the safety jacks had been set and the roof
bolting machine was in place ready to bolt the roof (Tr. 27).

Mr. Matney stated that the last previous inspection of
the mine was probably conducted 2 months prior to August 24,
but he could not recall whether pillar work had been done at
that time.  Although he issued a citation for dislodged roof
bolts during his August inspection, he could not recall issu-
ing any citations during his previous inspection (Tr. 29).
The dislodged bolts in question were in a crosscut hallway,
and he explained that they are usually dislodged because the
miner is too big for the low coal being mined (Tr. 30).

Mr. Matney stated that he did not discuss the respon-
dent's pillar extraction procedures with Mr. Brewster, and he
confirmed that because of the roof falls he could not deter-
mine whether roof bolting had been done during prior shifts.
He stated that such falls are 'normal in pillar retrieval min-
ing and that the roof is supposed to fall .(Tr. 32).  Mr. Matney
reiterated that he heard Mr. Brewster state that if Mr. Sweeney
fired Mr. Collins and Mr. Kennedy because of their refusal to
work under unsupported roof, they would get their jobs back
(Tr. 33).

Mr. Matney stated that a wing of coal could be mined in
25 minutes, and that it would take approximately 2 to 3 hours
to mine a pillar.  Two working shifts could probably extract
five pillars of coal.  He explained that the roof is falling
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